Atomic Radio Controlled Front-Light Watch 
(World Dual Band) 


1 ble USACWWVR), Germany(DCF), UKOMSF) and Japan (ANV60Ke) upon request 
2 ‘Super Bright Night Light a 12 o'dock flight up the wate face 

3. US World Time Zone sting 

4 WidhManun signal Reception 

5. Reception success ad false indication 

56, Withwatch eset 

7 Battery: CRA2S bateryincded 


‘Congratulations on your purciase ofthe Atomic Time (Radio Controlled) Top-Ligh 3 Hands analog Watch. 
‘sre to eal this imtracton manual before using tbe Watch for he Hrs tie. Ar reading te struction manual, Keep for Sturerelerence. 


Your Atomic Time (Radio Centred) Watch isa Dul Word Band Radio Con Watch. 
Itinearporatesa highly senstve radi receiver that receives time signals fram Germany, continental USA, UK and Japan (60Khx only) according to your Tine Zone setingon the 
Watch 


‘Your Atomic (Radio Controlled) Time Watch recalls the Atomic Clock (wich measures each second of time as 9,192,691,770 vibrations of a casium {33 Alem in a vacuum) 
‘and gives tire, which i accurate fo 1 second every millon years. Your Rado Controlled Watch even accounts automatically for Daylight Saving Time. 


eal autoratclly at 3:00AM every night acconding to your Tine Zone sting (po to Time Zone sting 
for desi). ABer reepton of signal t wil show theofficial lea tne on the wate. Everything done automaticaly. 


RQ p q 


Step I 


Check the Second-hand position: 

‘Make sure the second hand's positon i corret before we. 

During tansit th acond hand may be shi, so pes S (he Topbuton) twice check the stcond-un stops at iter 6 or 2 o'cackposion (af ccont deviation shouldbe 
accephble) Ifthe asond-hand docs ot pause at 6 12 0"cok potion 30 "Srechnnize Watch Hancs” tat can be fund inthe Troubleshooting treet watch aad, 


Step 2: 
Time Zone Settting (for USA user only) 


[you find your wat's pre-e time one is ferent from your curent tm zone, please follow the fllovng seo sete time zane 


“Tne Zane. ‘Setong-Hand Foution 
Exon TTe'elock 
Cental Wo'lock 
Mountain So'dock 
Pacife Tetdlock 


1, Press and Holding 3 (the lower button) far’ seconds the secondhand will move and pase at 12 o'clock for 2 seconds and then spinsto is pre-e ime zone, which 
shouldbe ether 7,8, 10 r1¥ o'clock. 


2 Neu, press SI (the upper button) ene at aime to move the seconl-hand point at the Time Zone you want (I{your watch hasbeen seo thevight Time Zone when 
‘youcheck just lave the watch slone for around one mite nil the second hand stars movieg regal), 


3. Then, pressS3(thelower button) once to confirmthe new sting The stcond hand willbe fast spinning to set he time to new time ze 


muy take up to minutes to 40 minutes fr the watch ob set 
Step 3 

First Time Use: 

© Pleas leave your watch near the window fer 24 to 48 hours to receive radio signal, For the best possible ception, put your watch in fat, facedown postion. 


‘There are lherfnctions provide by your Atome watch, You may go trough hem as you with but slong you Ive gone through the “Quick Setup”, your wath is 
ready to wo for daily usage! 


‘cauTiON! 
DO NOF past any button while the second hand stopped or fast spinning. Wai 


ithe secend mores regularly. 


AM-ROW-1LED-MEI. 


St (Pusher bution): 


@ Fr 5i once w turn 2 the Frone-Ligh fr 5 cond (he High tung afer 10 gees), The super nigh LED located w the 12 clock position ghis up te wai ice for 
your ear reading tight. 

@ Press $1 while se Top ight istured-n to show sigral reception OK or Fal The LED lig tums eff when the wach shows the sal reception satus, (When LED light is 
sume on and before furs of, pressig SI will um off the LED and let the hand we show reception OK ox Fall) 

@ Holding St to rnvally search for the adi signa 


2 (the wer hidden betton): 
© Press ant Holding 8 (te lower buon) for 3 econdsto show curten Time Zone seg 
res Szonce wshow AM ar PM 


Grown 
Pall-outhe crown and hen set hands to 12:00:00, 
(Goto "Synchronize Watch Hands” or “Reset the Watch” for dls) 


‘Reception Status Cheek 
‘You can check your watch Radio Contd reception satus by ering out the flowing procedures, 
1. Push St twice while the watchs in the ime keeping node 
2 the rsepion was sucessful the second-harawil ruse 212 o'clock 
1. the reception was fied, the second: Aand wil pauseat 6 o'ock. 

‘Don't psh any bution after the second hand his stopped. Wait until your watch runs again 


‘Your wath is able to reeve time signals from USA ard UK. Ino lel time signal is preset, your watch will contiue to work using the st received sal as a reference 


‘hen you go aboard: 
‘Your watt is abe to pick up signal ffom otber ado signal transmits automatically according to your Time Zone setting when yo are living or visting these counties 

‘When yin go aboard or pe ack home from sboard make sure you use this Time Zane Setting funetne tn set the right Time Zone on your wate. Or, the watch wll show you 
the wrong time and/or ot able to pick up the Atomic Time signal. 


‘Time Zane Setting 


7 me 
Follow the Tolloving steps to check te current Time Zone seting ofthe wath 


1, Press.and Holding $2 (be lower button) for3sonds while the watch sin the tine Keeping node 
2 —Thesceand-hard wil pase athe 12 clock for 2 seconds ard then spins to show the cure Tite Zone. 


Rornak 

1 te son hand doesnot pase exacly at 12 o'clock when 2 is Press and Holding for 3 seconds the wath hands are shied andthe wach i not ale to show you the correct 
Time Zane, Goto “Syactvonize Watch Hands” for dil to crest the watch hands siting problem. 

2 you ut want check the Tame Zone and Inve no intention io chase toa new Tine Zoe, jst leave We wath lone ail it esumes ring normaly, 


‘Ghange the watch to anew Time Zone 
Pres ail boiling 82 fr 3 seconds while the watch isin the tine Keeping moe. The secondhand wil pause at 12 o'clock or 2 seonds an then stop athe curest Time Zone, 
2 Press SI button once at time ost the desired county's ine one, Refer othe "Table of world tie Zone against econd band position 

3. Aflrthe Time Zone ist pd $2 soni 


Aer coofrmation, the second land wil stop s3 or 9 clock postion followed by fut runing of llth hus wil then settbe righ time mtomatially according tothe new te zone. 
ese waitantl your watch rune rormal again runing tne vary ftom minute AO minutes depend onthe Time Zone Setting) 


‘Tabi of world Time Zone agaist Second-tHand postion 


os 

& 

a tn) ———— 

2 {Sauce} See and point (0c) 
Anak 

“0 Hawai 

au Samoa 

ry Kevan 
Time Zone 


Londen Second-hand point to (12 o'ock) 


Mansa Signal Reception 
(Use this feature to manually search forth radio signal, 


|. Hold Sl for mor than 6 second until th second-hand sop. This shows thatthe watch sin the “Manual Signal Reception mode". Put the watchin location where signs! 
recepten is pomibleettmple nara widow, The watch i tabla ot egal Ct wearing en yt wre 


2% Now your watt is trying to pic up radio signal The watch takes about 4 to 20 minsteso pick wp radio signal, Wait unt the waich bas fished the signal receiving procedure 
Coeoettime wil bes le the reception Ino successfully on recive. 

3. __Afterrception the watch will show the time again afer the fast running ofthe econd-bod has stopped 

Signal ception is always good ducing nighttime then during daytime. Ithe watch was unsuccessful to rceive signal during daytime, jus leave the wate near a window with fhce- 

‘down mer overnight wd cieck it agin the next orang. 


AMIPM Status Checks 
‘You can check tie AMUPM oF your wate 
|, Press $2 once while the watch isin the ime Keeping mae to show the AM/PM 


2 When te second hand ops at o'clock ths represents he AM ue, 
3. When the cond hand stops at 3 'eloek this represents the PM sim. 


Don't psh ay button ster the second hand has sopped, Wat util your watch rans agi 


[Watch position for Radio Signal Reception] 


‘Your watch should notte placed in either of the positions marked wit he "X",Dependitg om the materiel of your watch it should be placed by a window during signal reeption ort 
vl ot be able get the best ecepin esl 


Wrong positions for Metal Case with metal Band 
(@ Never er the metal bend Touching the case-back ait will et signal reception, 
(© Never put the watch by its side ast vill notable to gt signal on this position. 


Never put the watch by its sie as it will 


Mi ioe uctteseetcrece ‘not abe 19 get signal on this position 


‘as it will effect the signal reception 


or Met wath with neta band 
‘As shown oa Fig. 

Put the watch fie-dows ona wooden ule 

Tnsert some nor-metalis materi, sucha roof 

paper ora towel in between the case-back andthe metal band, 


ere 


[-woooen Taste 
FigA Metalwatch 


WOODEN TASLE 
Fig Plastic waten 


WOODEN ABLES 


Fig Leather band watch 


Plasto Watch with leather band 
Lo Asshown on Fig. C 
2 Putthewatch face-up ona wooden ble 


[ROUBLESHOOTING 


Watch Not Receiving Time Signal 
‘Reason for not beng able to receive the Time Signal inelades: 
-Watchis not pa nears window o et signal 
“Watchis not pat ona ible with Face-Down when getting signa 
“Beingoutside of USA oe UK 
“Being ncorrely positon your watch daring senal reception. Go to “Watch postion for Radio Signal Reception” for dts 
“Being ina builng area 
“Metal objects blocking the radi signal 
“Interfrence by computer montor or TV 


Entre fe watch is left bya winlow wi postion acconting to the “Watch poston for Rao Signal Reception”, You may have tty diferent windows nthe ose to te whichis 
est Vou ce tet this sing rerption ats teatdeseribed ev, Pleas ted reeepon is away beicrwtigt, Ifjour was umble to make eowact wis be rau niga i 
wil continue to function in the seme way asa stindard watch. The time wil thenbe comsced te next ine your watch reeves te time signal. 


Second hand runs? steps every 2 seconds 
‘When beer low he wecon Rand rine? sep every sec showtng youth the fatter low ht the ine ix cect Bu the gplight incon and signal reception fiction will 
be dissbled. This ie nota malfinction. The wath stops when iter basomes to low end resto nonmal when the batery vetage goes to noma. Please rplce the watch wih @ 
new batery. You need initia the watch after anew battery i replaced, Go ta "Afe Battery Replacement fer details 


‘Second-hand is incorrect 
‘Your watch is very delicate and preci insrunent, Although uncommon, somtimes bard knocks or Vibrations can cause the ands to move ogulany and therefore splay to 
‘corest ime, althoug® the intemal lock is heeping accurate te. You may netic this Whenchecking for a succesfe Ture eception andthe seco hand doesnot pase a exactly 
the 12or 6 (hai second deviation is aceeptable orth econd bund doesnot pause at 12look whea checking the Tim Zone, the 12 of 6 o'clock reference point has clanged and the 
ach bands need to be rest. lease goto “Synchronize Watch Hands” for dts 


Houris wrong while Minute is correct 
your Tie Zone seting score, your watch will show you the wrog tne. You red to manually tithe ight Time Zone. Goto “Time Zone ening” foe detail 


Both Hour and minute are wrong 
owrand minut are always node then you need reset he watch This could happen afte baer replacment andthe Watch 
‘unexpected reasons. Go to “Reset the Wate for detail, 


analy Se 12:00:00 ue cause by any 


Watch Stop after Pullout the erown 
‘Your watch doesnot un afer fe stem s ple out. Pease putin the er andthe watch uns runs match itera ime automaticaly afer the own is pushed in 


‘Synchronize Watch Hands 
‘Wait until thesecond hand jus stop a 12 o'clock and pl out she mide erowa (S1) immediatly so that she second band stopsat12o'lock position, 

‘Tom the croum to et Hour and Mina hand 912 o'alook 

‘Do ac push-ia the erown afte all hands ate sto stop at 12:00:00, then hold S2 for S seonds end then, 

shin the erown 

‘The wath spin to mitch the itormal me and esume normal runing when the ime matchings Snisbed, When the watch resume normal running, the watch hande mach with 

the intemal tne keeping ofthe watch. 


BATTERY CHANGE: 


‘When the hat levels low, the signal reception fncion willbe stopp and your wich runs one sep every 2seconds until buttery becomes empty. When you see this tis time to 
change a new battery forthe wate, 


‘Your watch uses a CR1620 typ battery, you should ind a train jeweler or watch speriliss ty change he replacement batery to avoid any damage wo the watch, 
(Open te watch atthe back. Caeflly remove De bottom, make sure you do ot oss the waterpmof seal 

Pickup the basery spring crely 

Take et the bttory al inser new one (atch the parity" "up) 

"Now push the biter sing down, 

‘Before you puthe cas-back on ays, make ste the waterproof sal iscoretyin pace, 


After battery replacement 


After battery replacement, the second tnd starts to ru when te erowa is pushed-in 
‘Wait unl th second hand jus stop at 12 o‘clack and pl ou she mide crows (Sameday so Ut che sexond hand stops at 12 oock position, 
‘Tum the crown set Hour and Minute hands 12 0"elock. Now ll hinds ares: to 17:00:00, 
shin the erown. You watch sop rusniog ale the crown is pushed i 
Place your watch neta window o get sign. The wach wil sto update it fist signal. Ie wl continue updating signal forthe coming 24 hour if the frst signal reeption is 
‘otsecessfl After ceiving valid :ime signal, and the hands moveon to the coment tine 
‘Afiorhe watch i able to et the time stomatal, you need sot Time Zane according tothe fllowg instructions: 
. ‘et USA Time Zone iyou area USA wer, Goo “Time Zone Setting” fr dea 


Remark: 
the watch doesnot show you te right ime ster bat replacement, please rect your watch according to the“Reset he wate as below. 


Reset the watch 
‘You cen reset te watch a below 


‘While the wath is ruming stp by step, pull on the middle crown (S1) whea the secon hand jar stop at 12oloc so that the second Sand sop at 120‘lock position 
‘Tam the exam to set Hon ant Minne ands 912 alook. Now ll nds ares 1-00-00 

‘Do ne pushin th crown afc all hands stop a 12:0:90, now press S25 times andthe, 

‘shin the crown, The watch docs ot run ae the crown is pushed in 

Place your wach nara window to get signal. The wash wil arto update it fet egnal- Ie wl continue updating signal forte coming 24 hour ifthe et signal reception ie 
‘ot sucessful After ceiving valid ime sigual, and the hanés moveon to the comect time. 

‘Afirthe watch is able to st te time antomatally and runs normally, you nec fo set Time Zone i you find th presettime zone ofthe watch is diferent from your urent 
time sone, Peace got "Time Zone Setting” and "Change the watch oa new Time Zone” for tai 


REMARK: 

{Anytime whe the crow is pulling ou, the watch hands stops while te intra clock ail runlog, Afr you pst the ero, de watch wil fist slaw mah the ner 
time automatically. 

2 Wheathe watch is fas sping, don’ poll ou the ern fhe crown pull ct while the wat is fu spinning, the second hand will sop. Afr you usin the crows the 
‘watch wil resume spining to match be intra tie, 


